i go                LORD  RUTHERFORD

British Association and the Indian Science Congress
at Calcutta. I have not been to India before, and I
shall be glad of the opportunity of seeing something
of that country."

It was not to be.  Ernest Rutherford, we know, died less
than a fortnight after that letter had been written.